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E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH, UR 

SUBJECT: IAEA TECHNICAL COMMITTEE ON LARGE TOKAMAK EXPERIMENTS, 
DUBNA, USSR, JULY 4-11, 1975 

REF: (A) IAEA VIENNA 4372 (NOTAL); (B) STATE 1 16704 (NOTAL; 

(C) STATE 107660 (NOTAL; (D) IAEA VIENNA 2335. 

1. MISSION RECEIVED AGENCY LETTER (COPY POUCHED 
AMMONS/ERDA) PROVIDING FOLLOWING DETAILS RE ARRANGEMENTS 
FOR PARTICIPATION U.S. EXPERTS IN SUBJECT MEETING. 

2. EXPERTS SHOULD APPLY SOONEST FOR VISAS AT SOVIET 
EMBASSY IN WASHINGTON, D.C. VISAS FOR ALL U.S. NOMINATED 
PARTICIPANTS HAVE BEEN AUTHORIZED. 

3. USSR STATE COMMITTEE OF ATOMIC ENERGY WILL ARRANGE TO 
MEET PARTICIPANTS AND TAKE THEM TO DUBNA. THEY SHOULD 
PLAN TO ARRIVE JULY 3. ARRANGEMENTS FOR ARRIVALS BEFORE 
OR AFTER JULY 3, IF ANY, WILL BE MADE SEPARATELY. 

4. ALL U.S. PARTICIPANTS SHOULD INFORM G.S. KORNEV, 

STATE COMMITTEE OF ATOMIC ENERGY, STAROMONETNY 26, MOSCOW, 

OF THEIR SPECIFIC TRAVEL PLANS, FLIGHT NUMBERS, 

ARRIVAL TIMES, ETC. KORNEV'S TELEPHONE NUMBER IN 
MOSCOW IS 233-1718. 1. SMOLIN OF SOVIET MISSION TO 
IAEA ALSO SHOULD BE FURNISHED SAME INFORMATION. 

COMMENT: MISSION RECOMMENDS INFO BE PROVIDED BY CABLE 
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INFORM KORNEV AND MISSION COULD INFORM SMOLIN. END 
COMMENT. 

5. STATE COMMITTEE ARRANGING HOTEL ACCOMMODATIONS AT 
DUBNA. PARTICIPANTS PLANNING ARRIVALS ON JULY 1 OR 2 
SHOULD SUBMIT REQUEST TO KORNEV TO HELP MAKE HOTEL 
RESERVATION IN MOSCOW. PARTICIPANTS WHO PLAN ARRIVE 
PRIOR TO JULY 1 AND/OR TO STAY IN USSR FOR ADDITIONAL 
PERIOD AFTER MEETING SHOULD MAKE TRAVEL ARRANGEMENTS 
THROUGH INTOURIST. 

6. AGENCY ALSO NOTES THAT SOVIETS ARRANGING FOR TOUR 
OF KURCHATOV INSTITUTE OF ATOMIC ENERGY IN MOSCOW FOR 
JULY 11. 

7. MISSION SUGGESTS DEPT REPEAT REFS B AND C TO 

EMB MOSCOW FOR INFO. SO THEY WILL KNOW WHO FROM US WILL 
BE AT MEETING. LAB OWITZ 
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